





















Faucet Face Bottles Qualities 
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100% BPA 
Free 


Durable 

& 

Reusable 


I 


1 




Stylish 

Designed 



Tested By 
FDA 


\ 


/ 


Custom 

Designed 





100% ECO 
Friendly 
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Faucet Face Reusable Glass & 
Stainless steel water bottles 
































Choose Your Design, Size and 

Colour ! 





1 

SMALL 



LARGE 

Size 

17 oz. 

17 oz. 

25 oz. 

25 oz. 

Volume 

500 mL 

500 mL 

750 mL 

750 mL 

Bottle Height 

9.9” 

9.9” 

11.1” 

11.1” 

Diameter 

2.7” 

2.7” 

3.0” 

3.0” 

Weight 

10.5 oz. 

10.5 oz. 

13.0 oz. 

13.0 oz. 


v 


j 

































9 

© 


IF^C II 



Address: 9528 Richmond Place 

Rancho Cucamonga, CA 91730 

Call: 1-424-256-9948 
Website : www.faucetface.com 
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